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Hon. Daniel M. Fox, 
Supt., U. S. Mint, 
Philadelphia. 
Dear Sir: 
Enclosed you will please find bill of Dando Printing 

& Publishing Co. for specifications for the Transfer of Steam 
plant, &c. The total amount of bill is $134.93. 

We haye approved the bills, inasmuch as the items specified 
have been furnished; As far as the price is concerned, that is a 
matter of which we know nothing. 


Very respectfully, 
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Wilson Brothers & Co. 

Civil Engineers and Architects, 
Philadelphia, Pa., 

June 11, 1887 


Hon. Daniel M. Fox, 
Supt., U.S. Mint, 
Philadelphia. 


Dear Sir: 


Enclosed you will please find bill of Dando Printing & Publishing Co. for specifications 
for the Transfer of Steam plant, &c. The total amount of bill is $134.93. 


We have approved the bills, inasmuch as the items specified have been furnished. As far 
as the price is concerned, that is a matter of which we know nothing. 


Very respectfully, 
Wilson Bros & Co. 


ENCLOSURE. 


